Schalthebel 3-fach Friktion 


Ausführung: « für 3-fach Kettenblatt 
« mit Innenzug und Außenhülle 
« Shimano kompatibel 
Schellen-@: 22,2 mm 


# 300 321 00 
VE = 10/100 Stück 


Shifter 3 Speed Friction 


Version: « for 3-speed chain wheel 
« with inner cable and outer casing 
« Shimano compatible 

Clamp-®: 22.2 mm 


# 300 321 00 
Unit = 10/100 pieces 


Schalthebel 6-fach Index 


Ausführung: * 6-Gang 
« mit Innenzug und Außenhülle 
« Shimano kompatibel 
Schellen-®: 22,2 mm 


# 300 046 00 
VE = 10/100 Stück 


Schalthebel 7-fach Index 


Ausführung: « 7-Gang 
« mit Innenzug und Außenhülle 
« Shimano kompatibel 
Schellen-®: 22,2 mm 


# 300 322 00 
VE = 10/100 Stück 


Schalthebel Friktion 


Ausführung: « stufenlos verstellbar 
« mit Innenzug und Außenhülle 
« Shimano kompatibel 
Schellen-®: 22,2 mm 


#090 08500 links 


#090 086 00 rechts 
VE = 20/100 Stück 
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Schaltungsteile derailleurs parts 


Shifter 6 Speed Index 


Version: « 6-speed 
« with inner cable and outer casing 
« Shimano compatible 

Clamp-®: 22.2 mm 


# 300 046 00 
Unit = 10/100 pieces 


Shifter 7 Speed Index 


Version: + 7-speed 
« with inner cable and outer casing 
« Shimano compatible 

Clamp-®: 22.2 mm 


# 300 322 00 
Unit = 10/100 pieces 


Shifter Friktion 


Version: « adjustable 
« with inner cable and outer casing 
« Shimano compatible 

Clamp-®: 22.2 mm 


#090 085 00 left 
#090 086 00 right 
Unit = 20/100 pieces 
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